

LCD-TV 

Chassis GM032MU 

GMO40KU 

GM046KU 


Model LN-S3292D 

LN-S4092D 

LN-S4692D 


SERVICE 


TFT-LCD TV 


Fashion Feature 



- RF, 2HDMI, PC(Analog), Component, Video, 
S-Video, Digital TV 

- Brightness : 500cd/m'’ 

- Contrast ratio : 3000 : 1 

- Response time ; 32" - Sms, 40"/46" - 16ms 

- Dynamic contrast 
-PIP 
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